AMENDMENT NO. 1 AUGUST 2020 


TO 


IS 2302 : 1989 TABLES FOR ALCOHOLOMETRY BY 
HYDROMETER METHOD 


( First Revision ) 


(Page 205, table 1, line 10, col 9, corresponding degree at observed temp 
25°C and observed degree 100.7) — Substitute ‘99.4’ for ‘98.4’. 
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